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CraNEQUIPPING Your Entire House 




Crane BoilcTs and 
Radiators provide a 
wide variety of em- 
n o rn i c a 1 heating 
systems for any fuel. 



Valves and Fittings by Crane 
for efficient service. 



Crane Quality assures dependability 
even in hidden piping systems. 



Bathroom fixtures that combine the modern 
touch with the maximum utility. 



Whether the home be a simple collage or an Exacl manufacUire and precise eno-ineerincr 

actnallN facilitate insLallaLion. Crane fittings and 
fixtures wear longer, hence, are most economical 
in service. 



elaborate mansion it is deser\ing of the best in 



equi])menL. Tastes vary — budgets vary — a bath 
suitable for one home is lotally oul of keeping in 
another, but regardless of the amount to be spent 

it should be spent wisely with a full regard for tiie Crane bathroom fixtures either of vitreous china 
long life and service which every home owner has or porcelain enamel may be had in eight beautiful 

colors and While— Orchid I'ink, India Ivorv 



a right to expect from his equipment. 

The name "Crane" has stood for quality in 
malerials and workmanship since the founding of 
the company 82 years ago. So synonymous have 
been the two, Crane and Quality, that many 
peo[)le have jumped to the erroneous conclusion 
:jjiJt':QrCiJi{-;^^^^^ iiiust-i)e^ high -priced. As a 

matter ofYact,y6ir iydy^ionio'fe for: Crane Quality 

nt 



Citrus Yellow, Sun Tan, Pale Jade, Lucerne Blue, 
Persian Red and Black. 

For the satisfaction of having the best, Ihe most 
cojuplete, convenient and modern home one 
could desire, CranEquip il throughout with Crane 
Baths, Lavatories, Showers, Kilchen Sinks, Laun- 
dry Tubs, a Crane Boiler, Valves, Radiators, 



- x ^ V J —J ^ v.^^, ^ v_.xcAxi^ i^wiici, >cu>es, lAauiaiors, 

thcvi. }ap;}n^:rU.^>lu^l)Jng ^rtd lieating equipment Convectors, even Crane pipe. Specifv Crane and 
simllm-in-ge-neYaldp^ieiii-aficebutof greats be sure of endurinq qualily and an investment in 



snn 
value. 



Often Crane fixtures cost less to install 



be sure of enduring quality and an investment in 
long, satisfactorv service. 

m.1 



Thoughtful Planninof for the Home 



Before selecting equipment, it pays to plan 
each room carefully to use the space advanta- 
geously and to simplify the purchase of equipment 
best suited to the available space, the habits and 
incHnations of the family, and the family purse. 
Cost may set limitations on luxury, but it need 
not affect utility or adequacy. The limitations 
offered by space are met by the wide variety of 
designs, sizes and materials offered in the Crane 

line. 

The kitchen and bathroom play vital parts in 
family hfe and their planning offers interesting 




COOKING / 3^ 



ERVING 



Crane Planned kitchens 
combine step-saving economy 
with charm and comfort- 



CLEANWC 
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STOCA.GE 



Crane Heating Systems and 
Planned Laundries assure 
maximum utility, maximum 
service in the basement. 




problems for architect or home owner to solve. 
To their importance in use, is added their abihty 
to increase property value. 

In general, planning must consider two main 
factors: freedom of movement and the fitting 
of essential equipment into available space 
without sacrificing convenience. 

f 

A great part of each day is spent in the kitchen 
so it should be a pleasant, attractive place as 
well as an efficient workshop. The basement, 
too, can l)e livable as well as useful. With a 
Crane Heating System, cleanliness is added to 
warmth and freedom from drudgery. The 
heating plant requires less space and permits 
room for recreation and an excellent laundry. 
The same high quality for which Crane Phnnb- 
ing Fixtures are renowned is available for every 
part of the heating system, too. The following 
pages olfer some suggestions for planning each 
of these important parts of the home. 
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Baths planned by Crane feature modern color 
treatment and functional utility. 



The Convenience of Well-Planned Baths 



Added con\ ciiicuce and personal cunifoi I did ale llial 
the new home be plenlifully supplied with halhs and 
lavatories. The ideal "hath for every bedroom" is well 
worth the invest inenl, and no home should be built 
without full consideration bein^^ given to this important 
question. Below are the minimum recpn'remenis of the 
modern home as well a> the desirable mind)er of baths 
determined bv the nund>er of bedrooms. 
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In addition to an adecjuate number of baths, eon venience 
requires careful planning' of each one. While a satis- 
factory plan may sometimes add a few dollars to the 
cost of installation such additional expense becomes 
small, indeed, when based on years of service. 

On this page are shown six basic bath plans. Any 
satisfactory installation will almost invariably fall into 
one of these arrangements. The size of the room will, of 
course, vary with each installation. Convenience de- 
mands that there be sufTicient room to move around, 
and the bath should be })lanned to take into considera- 



tion the |)ossibillly of more than one occupant, perhaps 
a child or an In\alid. Thiwexer, no ba I liroom shonld he 
larger than necessary, and it is far better to have Iwu 
baths nK)re modest in size than one extra large one 

Where possible, a separate shower should be installed 
^^^lile a couibinat ion balhl ub and shower has the advan- 
tageof lower cost, the better serviceand greater assurance 
of good installation make a separate shower more than 
worth \\hile. Another sanilar\ feature that prevents 
congestion is the dental lavatory used only for brushing 
the teeth. Its installation take< 111 lie room and il will 
prove a desirable addition to the well-equipped bath. 

New ideas and novelties in bathroom fixtures should 
be analyzed carefull\ from the standpoint of prac- 
ticality and convenience. A bathroom is primarily a 
functional room and the equipment in it should be 
functional, too — well designed for the purpose for 
which it is intended. 

Decorating is largely a matter of taste and many 
beautiful materials are now on the market for both 
wall and floor treatment. The more permanent materials 
are naturally more expensive and today many 
decorators favor less expensive materials which permit 
an opportunity of changing walls and floor, if the 
owner desires. 
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Plan B 
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Plan C 



BASIC BATHROOM PLANS 




THE ONE AND ONE-HALF BATH 

\^'here both space and appropriation are 
hinited the one and one -half bath is well 
worthy of consideraLion. This arrangement, 
one tub, two lavatonVs and one closet, adds, 
in effect, a second bathroom with the addi- 
tion of a single fixture. 

Further advice and suggestions on Bath- 
room IManmng may be had from your local 
contractor or from Crane Co. 




Plan D 




Plan E 
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Plan F 



NeUVOGUE— Utility Made Beautiful 



• Neuvogue represents a new departure in a 
bath for the modern home. Simple, func- 
tional, practical— these fixtures take on a 
sculptured charm from their pure lines and 
flat planes; a charm the more harmonious and 
pleasing because it is inherent in the design 
of each piece. 

Just a glance at a Neuvogue batlu-oom clearly 
shows the departure from tradition. Form, 
style, color have become plastic, taking on 
new shapes— not for the sake of novelty but 
because these new forms show a functional 
relationship which is practical and pleasing. 

In the lavatory the conventional oval bowl 
has given way to a new shape. AYide at the 
front with lots of room for head and elbows, it 
curves back in a sweeping Une with ample 



shelf space— just where you want it. Supply 
fittings and waste control have been grouped 
together, out of the way, yet easily accessible. 

In the tub, the wide, flat surface on the rim 
provides a convenient, comfortable seat — the 
nearly vertical sides, gently sloping back, add 
area to the bottom of the tub, assure a roomy, 
luxurious bath. 

In the closet, the continuation of the planes 
of the tank to the floor not only eliminate 
exposed pipes, making for easy cleaning, but 
give a long, vertical Une simple and digniflod— 
a plane surface in keeping with modern design. 
Neuvogue may be had in White and in colors- 
Orchid Pink, India Ivory, Citrus Yellow, 
Sun Tan, Pale Jade, Lucerne Blue, Black and 
Persian Red. 
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LAVATORIES 

Lavatories are the most used iloms ol' sanitary equipment 
in the home. The ideal "bath for every IxcUoom" 
assures an ample number of lavalories upstairs, but oflen 
the convenienee of a lavatory down^lairs or in the base- 
ment is overlooked. Be sure, in building, lo consider this 
imporlanl subjecl well. Regardless of your ne(Hls (here 
is a Crane lavalory jusl desi^med lo fill llicm. 

WALL-HUNG LAVATORIES 




"7 . A 
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NFAJ\<><;rK LAVATOin 

0 C128 Of vitreous china, 
l^nr^v 1k>u1, umpl<' wpaco for 
t(»ilrl rS('8^ piifiol 8iJ|»|>ly arul 
Securo <|iiii'k drain waslc Siy,«» 
27x22'. 



NORWICH LAVATORY 

# C761 Vilroous china, lli^h 
back. Basin-ovcrHow and sphi^h 
rim. Sizes 24x21% 20x18' and 

I 




C A R O IJ N A L A V V ' I O R Y 
• C 2252 

lain enameled^ apron lypc. 
Chain an<l riihhcr stopper. Size 
19x17'. 



JUIODILK LAVA FOR Y 

9 C 2751 A porcelain 
enameled la\ a lory \^ il h 
6-in<«h hack. Rainier fau- 
cei for Leinpered water. 
Size 20x18'. 

CROMWELL LAVATORY 

• C641 A real space sav<'r. 
\ ilreous <<hina Milh slanl- 
ins paneK for suppl> fit- 
tings. Size 26x1 1\ 



PEDESTAL LAVATORIES 




COItWmi LAVATORY 

• C 1.18 UiVKi', rt<;lui,Kular baHin 
w.lh Securo quick drain waTte 
H. a.iliful octagonal dc«i;.' 
chrom.um filungs. Corned" 
8IX Sizes. 




CLOSIN L\\ ATORY 

C 2372 Pore^-lain <^,niini<'le<i 
H'il h hack. ( ^hain aiul riihher 
stopper. Size 26x11*. 





CORX^ ITH COMPEER 
LAVA lORY 
% C! 172 The supply li \ t ti r<»s a re 
set at an an^le and grouped lo 
provide ample shelf room. Mix- 
ing spout for temp<*r<»d water. 
Vitrf •oils china. Sizes 27x22' 
and 22x18'. 



CORWITH LAVA km: Y 
_ C 1995 Porcelain enamel on 
cast iron. Rainier mixing faucet 
for tempered >*atcr. Chromi- 

um-plaled filiinps. Sizes 27x22' 
and 21x20'. 




CORX^ITH LAVA'IORY 

_ C221 Pedestal lava- 
tory of vitreous china. 
Chromium metal spout 
for t<^mpere<l Mater and 
Secura waste. Size 30x21', 
27x22' and 21\21'. 



i\orwh:h lavatory 

• C259 Full pedestal 
type. Vitreous china with 
chromium fixtures. Sizes 
27x22'^ and 21x2r. 





< 





CABIiNET LAVATORIES 

Commoflious sh(^Iv(vshol(I supplies— convenionlly at hand. Cahiru Is of metal -baked enamel 
finish — practical —beautiful. 



STERIING LAVATORY 
_ C 180 A vitr<H>U8 china lava- 
tory with raised shelf. Mixing 
faucet for tempered water. 
Chromium - plated fittinfrs. 
Sizes 20x18' and 21x21', 



NORWICH LAVAfOKV 
C 154 Vitreous china with 
ample slab space. Mixing spout 
for tempered water. Chromi- 
um-plated fittings. Size 
20x18% 21x2r and 27x22'. 



DENTRIX LAVATORY 





C1223 A necessity 
in every home. A 
small lavatory for 
brushing the teeth 
sanitary, relieves con- 
gestion in the bath- 
room. Size 12x12*. 



LFVFR ACTION SECURO 



CARELO CVRINET LAVATORY 

# C2171 (Compact cabinet lava- 
lory. Porcelain enamel. Lar^re 
shelf in cabinet and shelves on the 
door. Size 21x17''. 



CORONET LAVATORY 
% C 281 Vitreous china lavatory 
with shelf. Comfort angle control 
panel. A roomy cabint^ with ample 
shelf space both inside and on the 
door. Size 24x20.' 



CORONADA LAVINET 
• C 1991 r wo- h i II g e d doors. 
Porcelain enameled la va lory . 
Shelves on door. Chromium towel 
bars if desired. Size 21x20.' 




Metal spout supply, 
and quick draining waste. 
Crane fittings are strongly 
made to stand more than 
average service. Their beau- 
tiful appearance is due in 
part to their careful d* sign 
— in part to their gleaming 
chromium finish. 
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# C MA VRCLONIA CLOSET 



• C 172 CORWITII COMPEER CHINA LAVATORY. 



%C330H-RC93 CORWITH ENAMELED BATH 



For Those Who Appreciate Fine Things 



• A beautiful batliroom coinbiuatioii for the 
home of better tastes. The glistening, white 
tub is the Corivifh design of porcelain enamel 
on cast iron with the Devialor shuwer control 
spout and easily grasped handles of chromium 
plate. The lavatory is of vitreous china, 
the famous Corwith Compeer model. A slant- 
ing panel places the fittings at just tlic right 
angle for ease and convenience. These are 
designed to harmonize w ith the fittings on the 
tub. Ample shelf space for tumbler or shaving 
equipment is another feature of this beautiful 
lavatory. Cliromium-plated legs add to its 
support— add to its beauty, too. And towel 
bars are a great convenience, placing the 
towels where you want them— at your finger 
tips. The beautiful vitreous china closet is 



of the Maurclonia design to harmonize per- 
fectly with tub and lavatory. It assures 
positive flush action. No exposed piping 
between tank and bowl. 

An added convenience in this bathroom is the 
large mirror, behind which is concealed an 
ample medicine closet with glass shelves 
suitable for storing 101 small things. On 
either side are tubular lights— beautiful in 
design — a great convenience in shaving, or in 
making up. This is a typical bathroom 
installation with Crane Quahty fixtures. Lava- 
tory, Closet and Bath may all be had in Crane 
standard colors: Orchid Pink, India Ivory, 
Citrus Yellow, Sun Tan, Pale Jade, Lucerne 
Blue, Black, Persian Red and White. 
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BATHS OF BEAUTY 

From llic iiiasLer's bedroom lo the maid's room down- 
stairs, in I he finest mansion lo the simplest coUage, Crane 
Ballis are leading I he way to greater heallh, greater 
comfort. Beaulifiilly designed in bolh porcelain (all-clay) 
and porcelain (Miamel on cast iron, Ihe tubs reconnnend 
themselves because of their convenience, careful design 
and exj^ert worlunanship. 
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^ CHANK MAR^llALL 
C 3205-L Porcelain oiiariu*! on cast iron. Flat hollom and wUie 
rim. Length 53^ feet and 36 inches wide — made in recess and 
corner designs. 





CRANE CORWITH 

C 328^-LG^3 A beaulifnl modern dosifjii in porcelain enamel on 
cast iron. Available in both right and left-hand styles 4>^, 5, 53/^, 
and 6-foot lengths. 




CRANE TARN I A 
C 3336-C30 For the finer bathroom this tiled-in tub is both 
distinctive and beantifid. Lends itself to many tiled settings. 
Furnished in 5, 53^, and 0-fooL lengths. 





CRANE DORIS 
C A simple, economical tub but still of Crane quality. 

Porcelain enamel on cast iron. Available in 4, 43/^, 5, 53^, and 6-foot 
lengths. 



CRANE COmVJTH 
C 28^0-LC32 A beautiful and luxurious tub of porcelain (all- 
clay). Made for (M'ther riprht or left-hand corners and recess. 
Available in 5 and 5j/^-ft. lengths. 




CRANE NEUVOGUE 
9 C 32^0-LV33 The newest development of functional design. Wide 
seat on the rim; nearly straight sides; large, flat bottom. Porcelain 
enamel on cast iron. Length 5 and 53^ feet — recess and corner 
designs. 




CRANE COmVTTH 
• C 3308-LC30 A recessed tub of beautiful design. Porcelain 
enamel on cast iron. Available in 4^, 5, 5^, and 6-foot lengths. 
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CRANE VERNA 
~ C 3370-LG32 A modern, moderately priced recessed tuh of 
porcelam enamel on cast iron. Outside may be painted to match 
any color scheme. Available in 4^, 5, and 5>^-foot lengths. 



CRANE FOOT BATH 
• C31W-C A conven- 
ient, healthful adjunct to 
any bathroom. Porcelain 
(all-clay). Size 26x21 in. 
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C 11125 NEUTON CLOSET. 



C W95 COliW ITH ENAMELED LAVATORY. 



C328^i-LC93 CORWITH ENAMELED HATH, 



Inexpensive 



In 



Excellent Taste 



For Lhe more modest bath in excellcMit terial or jars and boxes; and yet the ample 

taste is the beautiful baLiiroom ensemble sized mixing faucet assures quantities of 

shown above. The tub is the famous water tempered to just the degree you wish. 

Corwiih design — porcelain enameled on cast Trim, slender metal legs, chromium plated, 

iron with the Deviaior shower control spout ^dd to its beauty. Tow^el bars may be 
and indexed handles that control both 
faucet and shower. Corner style, it may be 

had for either right- or left-hand installa- The closet is of the Neulon design, gloann'ng 

tion. The patented Deviaior spout adds ^vhiLe with seat of shiny plastic finish, clean 
safety and convenience. 



had if desired. 



The lavatory is of porcelain enamel too. 
Ample and roomy wiLh the Rainier fixture. 
Compact and convenient, it allows plenty of 
slab space for the placing of shaving ma- 



and sanitary. This installation typifies a 
bathroom of individual charm, possessing 
real character at modest price, utih'zing 
Crane quality fixtures. All fixtures shown 
may be had in Crane colors. 
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CRANE CLOSETS 

Made of \ ilrcuus ciriiia — easy to clean, cas^ lu keep clean. 
Special allenlion has been g:ivon to sanilary and health 
features and I he l)(niiilirii! (h^si^m of Ihese closets hannonizes 
^vilh olher Crane Balhruoni rixliires. 





^ - 




SIWELCT.O 

corn^ct posi iire 
closet of handsome desifrn. Tank 
and clost^t form a close-coupled 
uniL Has the famous Siu^elrlo 
Quiet Jel flusliiug action. Recom- 
mended for the fiiKvst homes. 



NEin^OGUE 

• CKmi Qui(M-ae(in? siphon 
jet closet i I h correct p( )stu re 
curved seat. Lines of tank extend 
(*lear to floor. No exposed pipes — 
functional, symmetrical. 




The quiet whirlpool action accounts 
for nuich of Neuvoques and Shrelrh's 
iency. Notice the strong siphon 
action set up by the >vater. 














MONADA 

CWm A one- 
piece, siphon jet 
closet with a niini- 
murn of exposed pip- 
ing. Of beautiful 
desipn with quiet jet 
flushing action for 
sanitation, niaximum 
efliciency. 



LEXEL 

• C109li6 One- 
piece closet with jet 
action designed for 
the more modest 
home. Modern de- 
sign shelf cover for 
tank provides a 
handy resting place 
for toilet articles. 



MAUKCLONIA 

C 10991 Well de- 
signed for the limited 
budget. Tank and 
bowl are closely con- 
nected, doing aNvay 
with exposed piping. 
Has a strong flushing 
action. 




SANTONIA 

• C lOfi/^l In this design the tank 
and bowl are close together for 
quiet operation, no exposed con- 
nections, handsome appearance. 
Full siphon jet action. 




NEUTON 

• C 111^5 Si milar in construc- 
tion to one shown on the right, 
\yith straight line tank and phiin 
finished wood seat and cover. 




NEUTON 

C lim An in- 
expensive closet, 
yet one of positive 
action and assured 
to give satisfactory 
service. White seat 
and cover. 



^ 
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Typical floor i>laiis for the df)wn- 
slairs lavatory or powder room. 




C W'f82 MONADA CLOSET. 



C /7? COnWlTH COMPEER LAVATORY 



The 



Charming 



Powder Room 



Yesterday's luxuries are today's necessities, is one of llie powder room's principal assets. 



and today's luxuries will be considered indis- 
pensable in the years to come. No A\'oman 
who has enjoyed the comfort and convenience 
of a powder room could be happy again with- 
out one. Such a room offers the daily con- 
venience of lavatory facihties close to the 
living quarters, as well as expressing the warm 
hospitality of the gracious host. 

Convenient as powder rooms are, they almost 
invariably make use of some unused corner, a 
few square feet under the stairs— the other- 
wise wasted end of a hall. And the use of so 
small a space often results in cozy charm that 



Like the bathroom, the decorative treatment 
of the powder room is infinite in its possibili- 
ties. With the introduction of many new 
materials, almost any effect may be obtained. 
Inlaid linoleum or washable wallpaper makes 
possible an inexpensive room. 

In the Crane line there are fixtures just suited 
to the powder room. Quiet closets of vitreous 
china in a wide range of colors — lavatories 
with large usable areas ideal for making up. 
Ask your Master Plumber for further in- 
formation. 
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A SHOWER FOR YOUR 

HOME 



NoLliing is so invigorating or heallhriil as a clean, sparkllu^^ ^lu)\\e^. 
This niodi>ru sanitary niclhod ui" Lalliing is a rHM'ossiiy in every home — 
in every balh. Cooling, refresliing in sunnner — \Narni and j)leasant 
in w inler. 



Crane sliowers ar(' (losigno(l for ov(Ty home — for every purse, 
valve showers — separaU^ valve showors — even complete 
compart men (s for I he exlra shower in the basement. 



Mixing 
shower 



II is unnecessary to add I hat all Crane showers are of Ihe fann'Iiar 
Crane quality — buih lo give you Hfelong salisfaction. 




HE FRESH OH bllUWEli HJ^AD 

C m5-B The Hefreshnr Sh(nv(T TT. nti 
assures you a snappy, needle spray — a 
bath plcHs.uit and invigorating at an 
actual saving of one-half the water used 
in the comentional head. 




ECONOMY SUUWER HEAD 

The Crane Economy Shower Head, 
using less water than tho corn entional 
head, directs all of the sh()\v(*r on the 
bather. The water is aerated, assuring 
a sool hing spray that peps you up, 
makes life more worth living. 




The ordinary 




circulor jproy 


/ 


wastes water 




because only 




p^rtof it strikes 


\ 


the bather. 





^ WASTE \ 




. WASTE 





The Econo- 
my's elliptical 
s p r o y con . 
serves water 
because «// of 
it is directed 
ot the bother 



Economy Shower Head uses less water. 
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MIXING VALVE SHOWER 

• C In this show er 

the Crane Mixing Valve is 
used, assuring convenient con- 
trol of the water temperature. 
All n(M('ssary water connec- 
tions are concealed in the wall. 
An added feature of this 
shower is the screwdriver 
controlled stops. These permit 
adjusting of the water pressure. 




TWIN VALVE SHOW ER 

CmS-B A heautifuK well- 
made shower, with concealed 
valves ha\ing renewable seats. 
Shower head is 4" in diameter 
with an adjustahlc ball joint 
and removable face. Chromi- 
um plated. Large easily 
grasped handh^s make control 
easy even for wet, slippery 
hands. 
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THERMOSTATIC SHOWIER 

• C mO'BA A shower of the 
highest grade for those who 
appreciate the best. Has a 
thermostatic mixing valve 
whi( h prevents sudden changes 
in wat(T temperature. Screw- 
driver operated stops permit 
adjusting of water pressure 
or shutting ofT of the water if 
desired. 




SHOWIER 
COMPARTMENTS 

C ^71 2 Particularly suitable 
for an extra show er in the base- 
ment. Baked enamel finish in 
a handsome pastel green. Base 
is black porcelain enameled 
outside, green or black inside, 
w i th chromium-plated waste 
and strainer. Head is of th(^ 
Refreshor type easily cleaned. 



Any of the above showers may be had with Kcfreshor or Economy Shower Head. 
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CHARMING BATH ACCESSORIES 

Attractive accessories that add to the convenience of 
the bathroom have been created to match or harmonize 
with Crane bathroom fixtures. Towel bars, tumbler 
holders, soap dishes and robe hooks of fine vitreous china, 
and recess medicine cabinets concealed behind mirrors are 
neat, necessary additions to any modern bathroom. 




C 2m0 China 
robe hook. 






• C ^^i9'!^5 Crane square towel bar with china brackets- 
18, 24, 30 and 36-inch lengths. 



China tumbler 
holder 33^x3^". 






• C 249.?5 China combination 
tumbler and toothbrush holder — 



C 24940 China soap dish 



C2W0 China 
built-in soap holder 
6x6" in 3^" recess. 





• C 2^956 Toilet paper holder with china 
brackets, 



C 2^975 Built-in 
recess grab bar and 
soap holder 6x6" 
in 3^" recess. 



C2m^ Vitre- 
ous china built-in 
recess paper holder 
6x6" in 3^" recess. 



SIMPLICITY ACCESSORIES 



Crane "SIMPLICITY" Accessories 
are iillra modern in design — chromium 
plated. They were created especially 
for use with such advanced fixture 
designs as Neuvogiie. SIMPLICITY 



designs are available in towel bars, 
soap, tumbler, tooihbnish and papor 
holders, combination soap holders and 
grab bar and crystal glass shelves and 
other accessories. 





C 25125 

Toothbrush 
holder. 



C 25122 Paper holder 
with metal roller. 






C 251^0 Recess 
soap holder and 
grab bar. 



C 25112 Crystal glass shelf — 5 inches wide. 18, 
24 or 30-inch lengths. Also furnished in black glass. 




• C 25117 • C 25113 Square metal towel bar 18, 24 or 30-inch 
Vertical grab lengths, also furnished in crystal or black glass. 

bar. 18,24 
and 36-in. 
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C 25U2 Recess 
paper holder — wood 
or metal roller. 




• C 26888 Crane Copley. Door en- 
tirely conceals the cabinet. Equipped 
with side lights, extremely useful when 
making up or shaving. Has an outlet 
for curling iron or razor. Mirror 
mounlrd in chromium-plated brass 
frame; stainless steel liinges. Remov- 
able glass shelves, size of mirror 20x26". 




C 2689U Crane Venetian Mirror 
held firmly to door by stainless metal 
(lips. E(piipp(^(] with chain spring 
door stop. Four sizes in cabinets 
16x24", 18x26", 18x30'' and 20x32". 




C 26903 Crane Charnplain Mirror 
set in polished stainless steel frame, 
glass shelves. Cabinet completely con- 
cealed when door is closed, mirror sizes 
16x22", 21x27". 
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Efficient Kitchen Operation 



THE WELL-l^LANNEO KITCHEN 



sisteiit with its iiiteiul(H] use, and the kitclien 



unwanted 



II 1 • +1 1 i..^o o KrMiooxvifo should 1)0 so designed tliat its contents are 

llow uKuiN hours ui tlu^ nn(m^U does a nouse\Mle ^ ^ ^ 

1 . 1 1 .. 1 «\ A t roadilv accessible without niovins: 

spend ui the kilc^lion? A govornnieut survey o b 

1 r / 1 . \f ^lw...^ r^^^ Ko..b items to roarh wanted ones. There are basically 

shows from () 1 lo 70 — many ot tiiose are back- 

broakiue:, tedious liours if \ours is an old-fashioned 



-wasniug dishes 




kitcluMi. Cookiug- 
mcals — a wearv round of drudi'erv. 



preparmg 





SERVICE 
DOOR 



THE IDKAL ''U" PLAN KITCHEN 

• 01)s( I \(^ (hal the thnM* major rU^nuMits are located at 
the points of a trianjjle, enicieiitly close to each other 
^^ilh work surfaces and storage cabinets dividiiifr fhein. 
Th(* flow of traffic over these surfaces, indicated by the 
line and arrows, is unintiTnipttMl from service door to 
dinirif; room. 

Ohscr\c the desired straight-line progress from service 
door to dining room; likevvise, the excellent distribution 
of work surfaces and storage* facilities. The Areas of 
Activity conform to the desired ''U" plan; the major 
elements, sink, range and refrigerator, form tlu* close 
triangle so essential in limiting kitchen a( tivity. 



THE ''U' i^LAN KITCHEN 

• Tn the **L" plan the usual procedure is to place the 
three working areas along two adjacent w alls, beginning 
with Ihv Storage and Preparation \rea at the service 
door and continuing to the Cooking and Serving Area 
at lh<* dining-room door. A frequent occurrence in the 
**L" Plan kitchen is generous space for a dinette table, 
provided, of course, that the two adjacc^nt walls above 
referred to contain enough area to accommodate, 
besides refrigerator, sink and range, an ade^quate 
number of base and w all (*abinets. 

four types of kiUhens: the U plan, the L plan, 
tlie Corridor plan and the Kitclienelle. These are 
illustrated and explained in the adjoining dia- 



grams 



To lighten these tasks 



— to siniphfy the hd)orious 
daily round — to transform the kitchen into a 
])leasant, livable room — is the function of kitchen 
planning. A Avoll-planiied kite hen cuts the work 
in half — saves hours of time that may be used 
for recreation. 
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THE '^CORHIDOR^TYPE KITCHEN 

• Illustrated here is a **Corridor" Type kitchen of 
niinirnuni size — that is, one whose equipment com- 
pletely fills opposite wall spaces. This makes tor an 
eflicient kitchen with the Cooking and Serving Area 
opposite the Preparation and Cleaning Area. There is 
more than adequate wall and base cabinet space in 
this arrang:ement. 



THE PRINCIPLE OF EFFICIENT 

KITCHEN OPERATION 

The kitchen should he hasically arranged to 
permit the completion of all tasks simply, in the 
shortest possihle time, with minimum effort. All 
equipmcnl used should be designed and finished natural areas. The first of these is the receiving, 
to permit easy cleaning and complete sanitation, storhig and preparing of food; the second, cleaning 
It should be durable. The size should be con- and disposing ; and the third, cooking and serving. 



KITCHEN ARRANGEMENT 

The kitchen arrangement revolves around three 
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A CHARMING, LIVABLE KITCHEN IS THE RESULT OF PROPER PLANNING, 



In laying out a kitclien, tlie necessary equii^ment until the silver has been rinsed after the nn'dnight 
should be grouped in these Areas of Activity, "snack," the sink plays a dominant part in food 
Retracing of steps should be reduced to a mini- preparation. These many functions of the sink 
mum and all food should be stored to reduce the require that it be designed specially for its duties 
amount of bending and reaching that may be and tasks, 
necessary. 

The whole floor plan should be so laid out as to 
make the preparation of a meal or the selection of 
any dish or supplies to be used during that prep- 
aration, a simple, easy, straight- hue progress 
from area to area. The CranEfficient kitchen 




/ 
/ 
/ 

v 
/ 
/ 
/ 



RANGE 



WALL.CABINETSq 

SINK 



COOKING V pRFpARM UNDER 

0 SERVING (2) 0 



CLEANING AREf'GR 



\ 

DINETTE 



t 



/ 
/ 
/ 

/ 

/ 

/ 
/ 



provides a place for everything — a place that is 
accurately determined close to the point of 



first use. 



SERVICE 

THE "KITCHENETTE" TYPE KITCHEN 

- Here is a complete CranEfficient Kitchen, one wall 
7'-6" long. A dinette is not infrequently a part of the 
kitchen. In the "Kitchenette" illustrated here the 
SUNNYDAY sink is flanked on one side by the 
refrigerator and on the oIImt by the stove, with wall 
cabinets above all three. For the requirements of 
modern apartment living, this plan is wholly adequate. 



In laying out a kitchen it must be remembered 
that the axis of the scientific kitchen is the sink. :\Tore information on kitchen planning is con- 
Starting with water for the breakfast cofl'ce, tained in Crane's Kitchen Planning Guide, a 
continuing through almost every phase of the copy of A\hich will be sent without cost or 
day's food preparation, cleaning, cooking, serving, obligation. 
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SUNNYDAY SINK 

The Heart of the 

Kitchen 

The sink is the axis of I he vvell-plaiiiied kili heii. 
In Ihe Sunnyday Sink all of Ihose features are incorpo- 
raled which extensix c researc h by scien Lists have show n 
to be desirable. The wliolc design and consLrucLion 
represent today's most modern Lhou^diL in kitchen 
efficiency. Sixty full inches of gleaming, acid-resisling 
porcelain enamel on cast iron in one piece, without un- 
sanitary cracks or crevices, and with rounded easy-to- 
clean corners. The four-inch back permits lower instal- 
lation of window above sink. Large capacity basin, 
eight inches deep, can be closed at outlet to serve as a 
dish-w^ashing receptor. Drainboards are depressed to 
prevent water surging over the rim. 

A convenient swinging spout directs the water stream. 
The mixing feature to control temperature and volume 
is operated by square easy-grip handles \\lili h turn on 
or off at a touch. The entire fixture operates from a 
comfort angle, beveled panel back, giving user full and 
unobstructed use of entire basin area. An added 
convenience is the retractable spray which pulls out 
to reach every inch of the sink surface. With this sink, 
dishwashing becomes a simple task of a few moments. 
Sunnyday can also be furnished to set into right or 
left hand corners, C 19 150. 




A place for everylliing, everything; in its place. This sink is, 
indoed, the control board of the modern kitchen. The cabinet 
is of metal with the enamel baked on. Hardware is chromium 
plated. Ample toe room at the bottom permits standing at 
ease — makes cleaning easy too. A ventilated storage space 
keeps vegetables out of the way, in good condition. On the 
back of the door are shelves for keeping cleaning agents. A 
closed receptacle that opens as the door is opened may be 
had for depositing wastes. 





V 



A lever directs the water 
either through the swinging 
spout or through the retract- 
able spray. Note the con- 
venient angle at which the 
fixture panel is placed- 



The cup strainer may be 
lilted out and emptied in a 
jilTy. Hand-operated stop- 
per closes the sink, convert- 
ing the basin into a 
dishwashing receptor. 
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SUNNYSIDE CABINET SINKS 

\ roomy, eflicipnl (abinot sink \vilh large top, ample storage space, 
safety drain ledges, shallow groove drainboard. Deep basin, roomy 
storage bins and a low bark for easy installation below a window. 
Acid resisting porcelain enamel. A highly ellicient and satisfactory sink 
for the modern kitchen. Length, 60 inches. C li)l62. 



CRANE DOUBLE Dl^AlJN- 
BOARD CABlMvF SINK 

• A iiKxhnately priced sink 
of doul)le drainboard i Npn 
possessing many conven- 
iences found only in more 
expensive styles. Large 
surface, 60 inches overall 
and a 6-inch deep basin. 
Back is 8 inches high. A 
roomy cabinet provides 
ample space for cutlery, 
pots and pans, cleaners, etc. 
C 19228, 





0 





CORNER SL\K 

• For small kitchens where a corner sink is desirecl 
the one shown here is ideal. Sinjjle drainboard 
may be had either on left or right as desired. 
Bas'in is 6 inches deep — height of back 8 inches. 
This may be fnrnished with a handy storage 
cabinet if desired. Size 52x20 inches. Can be 
furnished to set in right or left hand corner. 
C i9226. 



TOWEL BAR 

A convenient addition to 
any sink is the chromium- 
plated towel bar fastened on 
either or both ends. 




SINK 

for every home 

Regardless of personal taste in kitchens, 
tliere is a Crane Sink jusL designed to suit 
the need of every home. Some have double 
drainboards, others single drainboards, some 
two comparlnients — all may be had with or 
without cabinets. Regardless of size and 
style, all are Crane Quality throughout — 
the finol sink for any kitchen. 




CORLAND CABINET SINK 

• Porcelain cnnmclod on cast iron sink with double 
drainl)oard and low 8-inch shelf-top back. The 
8-inch apron gives an 8-inch drpth to the basin. 
Ample cabinet space is provided with roomy shchis 
and drawers. Lengths, 60 and 74 inches. C 19177. 




CRANE CABINET SINK 

• A single dr.iinboard sink particularly suitable in 
small places. Has a convenient cabinet. Drain- 
boards may be had either to right or to left as 
desired. Porcelain enameled on cast iron with luU 
rim and 8-inch back. Depth of basin, 6 inches. 
Sizes 42x20 and 52x20 inches. C 19230. 
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EFFICIENCY 



IN THE LAUNDRY 

• Correct etinipmenl in the laundry saves lime and 
makes work easier. Crane laundry lubs, the right 
heigliL, the righl deplh, with hard, durable, easily 
cleaned surfaces, rounded corners and handy swing 
faucels are a blessing on wash days. In glistening 
while, Ihey are an al(ra( live and imporlanl part of a 
cheerTul, eOicicnL laundry. 




• C2//^7 EVERBHITE two-cotripartment type, a porcelain 
(all ( lay) liil), {^listening while. Rounded corners inside, inle^jral 
overflow, easy to clean. Sizes 40x22" and 40x21". 




• C '■21180 E\ EHIilU rE single compart iiienl battery of porce- 
lain (all-clay) laundry tubs: individual tubs 24x24 inches. 




• C ?/2.')5 Porcelain enamel inside, painted outside, cast iron 
flat rim lubs. Comparlments 24x20", 24x22" and 253 2x25,1/2". 

SUPERIORITY 



TYPICAL FEATURES OF CRANE 




Newsleeve T^nifs — honker 
life for fau(^ets is round in the 
New sleeve unit. Entire 
operating unit may be re- 
placed withou t removing 
faucet from fixture, slips in 
like a cartridge. 




OPEN t>osmoN 



C33581-E Accesso Wasle^ 
an exclusive Crane design, that 
seals the tub at outlet; water 
used l)y previous bather cannot 
contatjiinate fresh supply. Posi- 
tive lever action — tigh t and 
troul)I(*-free. 







• Crane Devialor Spout for Showers — 
Turn on Llic water. It runs Irom 
spoul. Raise th(* knob, it gushes from 
tlii^ shower. When the water is shut 
off knob drops back. 





Lever Aclion Securo — 
Quick draining lavatory 
wasle. Designed to pro- 
duce rush of water which 
flushes quick and clean. 



New Rainier Fixfure — Compact 
center li.xlure. with mixing fau(vts 
and spout combined, gives ttMU- 
pered water, leaves more slab 
space. Chromium-plated. 




• C 327^iO-SN Crane Improved 
Agilis double-sink faucet, Newsleeve 
trimming units. Clu^omium-platcd. 




C.??75/-/l.9 Crane RIVAL 
chronn'um-plated mixing faucet with 
lop-swinging spoul. 




One of the many handsome fit- 
tings for bath tubs — all sturdily 
made Crane Quality throughout . 
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Better Basements Through Planning 



The general functions of Llic basement are designed, decorated and laid out to suit 
ordinarily to house the heating plant and individual fancy. 



auxiliary equipment such as water heaters, 



The laundry, whether in 



water softeners, the laundry and storage space. basement or adjoin- 

In addition to this, il is an ideal place for a jj^g ^|^^ kitchen, offers a 
game room or recreation center. splendid chance for func- 

tional planning. In the 
In laying out the basement, the most desirable diagram at the right is 

shown how a step-saving 
laundry should be laid 
out. The clotlies should 
move in a direct line from 
the time they enter the 
laundry until they leave. 
A well-equipped laundry 
must have ample laundry 
tray space. These laun- 
dry trays should be glis- 
tening white, easy to clean. 



location of the boiler is the first point to 
determine. With this located, the remaining 
elements of the basement more or less naturally 
fall into their place. Your heating contractor 
can advise regarding the most suitable heating 
system for any particular requirement. For 
example, the greater headroom offered by a 
steam or hot water plant is often an ijnportant 
consideration in plaiming a usable recreation 
room. The game room, of course, may be 
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CRANE SUSTAINED HEAT 
BOILER BURNER UNIT 



A liousp (X)zil> Nsarined ihroughuul l\w healing season — 
an even ((Mnperalure — 21 honrs a day if yon like — wilhont 
a Ihon^jjlit on your pari, and wilh none of the back-breaking 
labor ofslioveling coal and removing ashes — all this is made 
possible by Ihe Crane Sustained Ileal Boiler Burner T^nil. 
Unliampered by tradition, Crane Engineers planned a 
complete unified Inhaling plan I wilh burrK^- designcnl for I Ik* 
most efTieient combustion of oil and a boiler designed to 
absorb Ibis heat and dishibule it bv means of water or 
steam, evenly and efTicienliy throughout the house. 

The home healed with a Crane Sustained Ileal l)oiler is 
assured of warmth and comfort, even in the coldest days, 
but more than this, it is assured a steady, coulimious sus- 
tained heat without troul)le, bother or worry — a definite, 
scientific advance in efficient combustion. And onl\ a 

■ 

healing unit designed as the Crane unit is for maximum 
efficiency and unified construction can hope to produce 
such heating comfort efficiently — economically. An added, 
money-saving feature, is an indirect water healer that 
provides ample quantities of hoi water. 





The Crano Burner possesses the famous 
floating flame which keeps the fire in com- 
plete suspension and enables the boiler 
surface lo absorb all possible heat. The 
efiicienl design permits the burning of 
even the chea{)er grades of fuel oil with- 
out waste, noise or unpleasant odors. 

The powerful long-lived motor drives the 
pum]) and fan both on the same shaft — 



Crane Sustained Heal Boiler Biirii»-r Unit 

this is the only moving part in the Crano 
Burner. Air movement is maintained 
through the draft lube at an even How, 
assuring steady, noiseless action. 

The high temperature of the rich spark 
ignites ihe oil and the famous floaling 
flame results — a constant hot flame that 
burns clean, assuring maxinuun heating 
effici(Micy. 




BASMOR GAS-FIRED BOILERS 

The Basmor meets e\ cry recpiirenient of house heating and domestic 
water supply wilh either manufactured or natural gas. Safe and trouble- 
free, its operation is completely automatic, convenient and economical. 
Basmor controls are designed to protect against every emergency — even 
against the failure of the controls themselves. High efficiency is attained 
through Basmor construction which permits rapid, free circulation of heat. 
There are three models in Basmor Boilers — Series 20, Series 2.' and Series 10 
— the first for small homes, the second for average size homes, the third for 
larger homes and large scale healing requirements. The Basmor is com- 
pletely insulated to hold its heat and contains an excellent burner which 
requires no adjustment, is immune to backfiring and operates quietly, 
igniting quickly and smoothly. Installations of Basmor Boilers are neat 
and attractive, require little space, assuring a beautiful, cheery basement. 
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TRUE ECONOMY-TRI 

CRANE BOI 



In choosing a heating plant two things are well to 
remember: first, that over a period of years the first cost is 
written off and the economy in fuel consiimpi ion is far more 
important than low original cost; second, that a boiler 
usually lasts as long as the house, and replacement costs 
will exceed the original investment. It therefore pays to 
choose the heating plant woll and on the dual l)asis of 
elTiciency and fuel economy. 

Crane Boilers, made both in square and round styles, are 
scientifically designed and tested to save fuel dollars. 
These efficient heating plants force the heat through flues 
back and forth until every last available bit of heat is 
transmitted to the water. Air bubbles which form on the 
inside of water sections actually insulate against the heat 
wasting fuel dollars. Crane Boilers speed the flow of water, 
scrubbing the bubbles away, utilizing all the heat from the 
fuel. 

Soot is anolher form of insulation, wasting money delaying 
boiler action. By an ingenious arrangement of flues and 
large cleanout doors the soot in Crane Boilers is easily 
scraped off into the fire without a bil of dirt getting into 
the basement. The beautiful two-tone jacket is heavily 
insulated with asbestos which ends heat loss, assures the 
delivering of heat where you want it. It will pay any home 
owner to consider well these efficient, economical, beautiful 
boilers made for steam, hot water or vapor systems in sizes 
for any home from the smallest to the largest. 



Crane Square Boiler. 




WHY IT PAYS TO INSTALL A CRANE 



1. 



2. 



3 



4, 



5 



HEATING SYSTEM 



Crane Round Boiler. 



Neat, clean installations to fit in 
with any scheme of basement 
decoration. 

Eighty- two years of experience of 
Crane Co. has been applied in 
making the complete equipment 
from valves, regulators, gauges, 
and trv cocks to the combination 
thermometer and altitude gauge. 
Clinkers cannot force the grates 
out of position — non-jumping 
sockets keep them in place. 
Crane patented fast water circula- 
tion eliminates film and bubbles 
and increases heat transfer. 
The ceiling heating surface ex- 
posed to the fire and Hue gases is 
greater than in ordinary boilers. 
More water surface is exposed to 
the heat with a saving in fuel. 



6. A quick installation — free from 
leaks — is assured because all 
Crane Boilers are completely as- 
sembled at I lie factory and tested 
before shipment. 

7. With a tap of the foot, you can 
move the grate shaker bar locking 
device easily for shaking or dump- 
ing or locking it into position. 
The steel shaker bar handle is 
unbreakable. 

8. There is no need for frequent 
firing, an extra deep combustion 
chamber holds ample fuel. 

9. Marring of the jacket is efim- 
inated because the jacket is put 
on after the boiler is installed and 
ready to operate. 
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CRANE RADIATORS 




Fonr-'ruhe Radi- 
ator lor average 
use. 




GREATER HEATING SURFACE 
STURDY CONSTRUCTION 
EASY CLEANING 

In (lesip:nin^r Crane cavSt iron radiators, careful 
consideralion was given to the shape of the tubes 
lo provide greater heating surface and increase 
radiation per square inch. SufTicicnt space was 
allowed between the tubes to make cleaning easy. 
The slim columns and clean vertical lines present 
a well-proportioned syminelry N\hile increasing 
efficiency. 

Crane direct radiators are made in many styles 
and sizes — low ones to go under windows, wall 
and ceiling radiators, special space-saving types 
for bal brooms, even radiators without legs, if 
desired. They range from 1 1 to 38 inches in height 
and are made two, three, four, five, six or seven 
lubes wide. The durable screw-nipple construc- 
tion assures satisfactory service and long life. The 
wide range of sizes combined with high efficiency 
in radiation makes Crane radiators preferred for 
homes of ail architectural styles and such spe- 
cial building re(|uinMnents as offices, hospilals 
and public meeling places. 




Six-Tubo Badialor, 
w lici c grcHt radiMl ion 
is necessary. 

Severn- riihe Hadia- 



tor lor use 
window s. 



Im'Iow 



CRANE HUMIDIFYING RADIATORS 

• One of the greatest causes 
of respiratory diseases is the 
extremely dry air which 
prevails in most homes dur- 
ing the winter. To correct 
this condition Crane en- 
gineers have designed a 
radiator which once in- 
stalled will deliver all the 
moisture needed to main- 
tain proper humidity in 
your rooms. Neatly en- 
closed, this humidif\ing radiator presents an extremely attractive 
appearance while supplying the much needed moisture silently, 
economically. Besides protecting the sensitive membranes of nose 
and throat it prevents woodwork and furniture from dr^ ing out, 
shrinking and developing loose joints. 



SLIM-TUBE RADIATORS 






% 



II 



1 



\\ here space must be con- 
served in the open or in a 
wall behind a grille, Crane 
Slim-Tube Radiators will 
occupy less space and still 
maintain a high heating effi- 
ciency. Their slender lubes 
have plenty of room for cir- 
culation, making them suit- 
al)le for installation on steam, 
vapor or hot water heating 
systems. Afade of durable 
cast iron, the sections are 
close together and of push 
nipi^le construction. The 
three-tube radiator is 3M 
inches wide; the four- tube, inches wide; the 
five-tube, o% inches wide; the six-tube, 6'^i6 inches 
wide. These slim-lube radiators are supplied in 
several heights with or without legs. 
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CRANE CONVECTORS 
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To meet the growing 
popularity of concealoH 

radiators, Crane ofTers 
Cast Iron Convectors 
and Enclosures. These 
convectors are engi- 
neered compactly for 
concealing in the wall 
or behind an ornamen- 
tal grille or enclosed in 
attractive unobtrusive 

cabinets. They lend themselves In modern Irpalnients in decoration 
while giving the utmost in heating efTiciency. Tn the ronvecror, each 
section is of durable cast iron wilh fins integral, thus eliminating noise, 
leaks and other sources of trouble. Crane convectors can be used with 
steam, vapor, vacuum and hot water systems. Radial ors are 6 inches 
high and are available in lengths varying from 13 inches to 100 inches, 
2]4 inches at a step, thereby filling neallv inlo varied spaces and enhanc- 
in<: the beauty of modern interiors. 




CRANE RADIATOR SHIELDS PLT 
HEAT WHERE YOU WANT IT 



Directed or shielded radiation is a new way to 
insure even heat in every part of the room. The 
Invisible Shield is an exclusive Crane fealure which 
controls the direction of I he heat 
currents away from the ceiling, 
directing them outward inlo the 
room. At the same lime, I he 
shield protects walls, plaster, dra- 
peries and hangings from soiling. 
Tests have shown that Crane ra- 
diator shields reduce the amount 
of fuel required to heat a room to a comfortable 
living temperature because the heat is directed 
where it is most needed and not wasted on the 
ceiling. The shields are extremely inex^Densive and 
easily fitted to Crane radiators by anyone. 






VA LVE 



The same care has been given 
to the engineering of valves as 
to every other part of the Heat- 
ing System. The efficiency of 
the whole depends on the per- 
fect functioning of every part. 
All brass radiator valves are 
accurately machined, of high- 
est quaUty materials and care- 
fully inspected to insure long 
and satisfactory service. Your 
heating system, CranT(iuipt 
throughout, will give you 
tronble-free comfort. 





No. 112 

Brass angle steam 
radiator valve, 
nickel y)lated. Cor- 
ner type No. 1 1 3. 





No. 1213 

Brass globe stearn 
radiator valve, 
nickel plated. 



No. 226 

Brass quick-open- 
ing, self-adjusting 
pa(;king, sleani ra- 
diator valve, nickel 

pla I I'd. 





No. 232 

Brass self-ad j us t- 
packing, mod- 
ulaliiig steam ra- 
diator valve, nickel 
plated. 



No. ^55 

Brass gate valve, 
non-rising stem, 
nickel plated or 
plain. 





No. ilU 

Brass hot water 
radiator valve, 
nickel plated. 



No, m 

Brass union 
elbows, nickel 
plated. 
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SOFT WATER FROM EVERY FAUCET 



A conveiii(^iice llial may ^\c\\ pay for i(s(^lf is a Water 
Softener. Willi soft water, Avasliing becomes easy; soap- 
suds readily worked up are rich and foaming. 

Soft >\ater smoollis the t(v\lure of the skin, makes hair 
radiant. With its use glassware sparkles, dishes are cloud- 
less. Linens come from the wash snowy white. Food tastes 
])etter; boilers, freed from scale, are more efTieicMit. Pipin 
does not clog up and faucets do not need constant repairing. 
Soft water saves soap, clothes and fuel; in fact, a Crane 
Warlo Softener will save so much in your home that it will 
rapidly pay for itself, start making mone\ for you. 

A Crane Warlo Softener will deliver softened water to every 
faucet in your house. So simple to operate it cannot get 
out of order and the only attention requir(^d is a simple 
regeneraling operation with salt water occasionally. Be 
sure to consider well this added convenience that is not an 
additional expense. 




1 
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WAT ER HEATERS 




ALL THE HOT WATER YOU WANT 

WHEN YOU WANT IT . 



Hot water — piping hul — all you want any time night or day — no 
delay — ^just turn the faucet — that is a convenience made possible 
by the Crane Hot W ater Heater. 

Steaming hot water helps in dishwashing, aids in the laundry, 
encourages the hal)it of cleanliness w ith the children. An abundant 
supply saves the annoyance of finding the water running cold just 
w hen it is needed most. And w hen sickness strikes, having hot w^ater 
w^aiting even in the dead of night is a l)lessing. A hot shower instantly 
ready is a luxury made possil)le with a Crane Gas Heater. 

Fortunately, the luxurv of such hot water service is economical. 
Crane Gas Water Heaters are more careful of gas bills than you could 
be. The gas sliuts off the instant the water reaches the exact degree 
determined. It turns on the sj)l it-second it is needed. The operation 
is thrifty, as only a fully automatic, fully insulated w^ater heater 
covdd be. 

There are styles, prices, and sizes of Crane Water Heaters for every 
home. Get compl(^le information about them before you decide. 
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Plentiful 



Water When 



i 



Need It in City, Suburb or Country 

Running water — lots of it, at the turn of a Just as important is the adaptation of Crane 



faucet — is a convenience now considered a neces- 



pumps to homes in larger communities already 



sity to modern civihzation. No matter where supplied with a water system. Here, ^particularly 

you are — what your source of supply — spring during the summer months, pressure often falls, 

or lake, deep well or river — a CranEquipt and vv ater is diflicuU to obtain, particularly above 

pumping system will assure you ample quantities the first floor. A Crane pump in the basement 

and bring to you all those conveniences running will not only provide increased quantities of 

water can give. In rural communities, on farms water, but will assure adequate supplies through- 



and in small towns, in summer cottages and filling 



out the house on all floors. This service is 



stations, or resorts, the necessity of running water particularly important in homes of more than one 
is obvious — a necessity fiUed automaticafly and story and in new communities where large-scale 



economicaUy by a Crane pump. 



building has overtaxed the water supply. 
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Model S-25 with vertical 
tank — 250 gallons per hour. 




Model D-6 and D-9 — cover a range of 
capa( ilies from 170 to ]000 gallons p)or 
hour. 




THE CRANE SHALLOW-WELL PUMP 

("rane Shallow -AYcll Walcr SysLcins deliver aiiywluTe from 275 lo 1100 (jallons 
of water an Jiour froin sliallow wells up Lo 22 feet deep, lakes or other sources 
of supply. Th(^y iurhido pump, motor, pneumatic storage tank, automatic 
pressure switch, automatic air-volume control, j)r(»ssure gauge, r(^1i(>f valve and all 
necessary iittings to connect tank to pump when j)urchased as a package unit. 

In operation, Nsater is maintained at constant ])ressure l)y an autoninlic pressure 
sirilrh which has huilt-in overload protection on: A.C. up to 1-lLP.; D.C. up 
to 3^-11. P. Merely opening tlu^ faucet in your wnfer line starts (he pnmp when 
pressure falls to minimum point. 

Capacitor motors — radically \w\\ in design, powerful, quiet and causing no radio 
interfercMice — are furnished with shallow -well pujups in fractional horsepower 
sizes for alhTuating ciuTent. 

The slow^ speed of Crane Shahow-Well Pumps reduces vibration, noise and wear 
to a mininuim. T.arge size air and vacnnni chambers proA'iHe smooth, quiet 
operation. The stainless sIim^I piston rods w ill not rust, corrode, or cause packing 
troubles. Valves are easily accessibh' for cleaning or renewing. Splash and 
gravity-feed lubrication. Forged steel crankshaft. Silent "V" Type flexible 
belt transmits full power from motor to pum[x 

Alanufactured from the finest of materials, with the highest of technical skill. 
Crane Shallow -Well Water S^^sLcnis will operate economically and dependaLl\ 
for many years. Furnished regularly with 12, 53, 82, 120, 220 and 315 gallon 
standard pneumatic galvanized taid^s. A selection of larger capacity tanks is 
a\ ailahle. 

THE CRANE DEEP-WELL PUMP 

lor lifting water from depths as low as 500 feet, Crane Deep-Well 
PuTtiping Systems are recommended. They include a deep-well 
pumping head w ith electric motor, automatic pressure sw itch which 
has built-iii overload protection on: A.C. up to l-ILP.; D.C. up to 
3/^-U.P. : Lever handle relief valve, galvanized pneumatic storage 
tank, automatic air release, check valve, pre ssure gauge, pipe and 
fillings lo conned lank lo pump when purchased as a package unit. 
Dee])-w ell cylinder, sucker rod, and drop pipe are optional equipment. 

Aufonialir slarling and slopping when pressure liTuils are reached. 
Univ(^rsal motor base w ilh s(^t screw^ for belt tension reduces vibration, 
wear and noise. "V" T> pe flexible belts transmit full power without 
slipping. Accurately macliined gears are quiet, long-lived, and oper- 
ate in a bath of oil. Connecting rod and crosshead, operating 
vertically, designed to ehminate wear from side strain. Remforced 
ehiptical main housing contains rigid bearing supports to withstand 
heavy loads. All wearing parts quickly accessil)le and removable. 
Protective skirt pre \ cuts contamination in well from surface water. 

Sturd;), scientifically designed. Crane Deep-\\ ell Pumps will return 
in work done and dollars saved — manv times their cost. 



]\To(1p1 S-40 and S-50— 400-500 
gallons per hour. 





Model S-80 and S-100— 
800-1000 gallons per hour. 



Crane Pump with gasoline 



engnie. 
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COPYRIGHT, CRANE CO.. CHICAGO 



AN INVITATION 



To simplify the selection of phimbing and heating products for your 
new home, Crane Co. cordially invites you Lo visit its exhibit rooms. 
Here you will find the latest fixtures, attractively displayed, and 
representatives in attendance who will be pleased to advise you. 
Ask your architect or your contractor to take you to the nearest 
Crane exhibit room in any of the following cities: 



ALABAMA 



KANSAS 



BlHMINGHAM 
MOBILK . . 



ARIZONA 



l*HOENIX 

Tucson . 



2000 Fifth Ave. 
300 N. Royal St. 



233 S. First Ave. 
35 Toole Ave. 



ARKANSAS 

Ft. Smith 521 S. Ninth St. 

Little Rock ... 515 E. Second St. 

CALIFORNIA 

Hollywood 950 N. Highland Ave. 

Long Beach 824 W. Anaheim St. 

Los Angeles (See Hollywood) 

Oakland 346 Ninth St. 

Pasadena 321 South Broadway 

Sacramento 1227 Front St. 

San Bernardino 110 South '*E" St. 

San Diego. . 1138 India St. 

San Francisco. 301 Brannan St. 

Santa Barbara 136 State St. 

COLORADO 

Denver (Crane-O'Fallon Co.) .1631 Fifteenth St. 
Grand Junction (Crane-OTallon Co.) 

601 IMtkin Ave. 

Pueblo (Crane-OTallon Co.) . 216 W. Third St. 

CONNECTICLIT 

Bridgeport 302 John St. 

Hartford 710 Windsor St. 

New Haven 365 Orchard St. 

DISTRICT OF COLUMBIA 
Washington 1018 Connecticut Ave. 

FLORIDA 

Jacksonville 1007 W. Bay St. 

Miami 85 N. W. Tenth St. 

Miami Beach 1030 Lincoln Road 

Tampa M05 Twiggs St. 

West Palm Beach 601 Lantana Ave, 



GEORGIA 



Atlanta . . . . 

Macon 

Savannah 
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W^ashington Viaduct 
.... 500 Broadway 
14 W. Broad St. 



IDAHO 



PocATELLO 756 S. First Ave. 

ILLINOIS 

Aurora 544 S. Lake St. 

Chicago 836 S. Michigan Ave. 

EvANSTO.N 1224 Emerson St. 

RocKFORD 800 S. Main St. 

Springfield 921 E. Monroe St. 

Waukegan 1219 Glen Rock Ave. 

INDIANA 

East Chicago 1004 Chicago Ave. 

EvANSviLLE 118 S. E. Eighth St. 

Indianapolis 113 E. Vermont St. 

MuNCiE 610 S. Jefferson St. 

South Bend 1616 S. Franklin St. 

Terre Haute 209 Ninth St. 

IOWA 

Davenport 217 E. Second St. 

Mason City 19 Eighth St., S. E. 

Sioux City. . 6th and Nehraska Sts. 



Wichita 



624 E. First St. 



KENTUCKY 
Lexington 375 E. Main St. 



LOUISIANA 



New Orleans 
Shreveport . . 



. 146 Baronne St. 
1320 Winston St. 



MAINE 

Portland 70 St. John St. 

MARYLAND 
Baltimore 17 W. Franklin St. 

MASSACHUSETTS 

Boston 48 W. First St., South Boston 

Springfield 60 Cypress St. 

Worcester t^) Green St, 

MICHIGAN 

Detroit 4498 Cass Ave. 

Flint 155 Lewis St. 

Grand Rapids 56 Grandville Ave., S. W. 

Jackson 409 Hupi> Ave. 

MINNESOTA 

DuLUTH 102 Lake Ave., S. 

Mankato 510 S. IMkc St, 

Minneapolis 400 Third Ave., N, 

St. Paul 356 Broadway 



Jackson 



MISSISSIPPI 

176 N. Gallatin St. 



MISSOURI 

Kansas City 1532 Grand Ave. 

St. Louis. 30 S. Sixteenth St. 



Billings. ... 
Great Fali^s. 



Grand Island 

Lincoln 

Omaha 



MONTANA 

. .30th St. and First Ave., S. 
Great Northern Ry. Yards 

NEBRASKA 

115 E. Front St. 

317 S. Ninth St. 

309 S. Nineteenth St. 



NEVADA 

Reno 401 E. Fourth St. 

NEW JERSEY 

Atlantic City (National Exhibit Rooms) 

2401 Boardwalk 

Camden 134 Federal St. 

Newark . . 90 South St. 

Trenton 50 Escher St. 

NEW MEXICO 

Albuquerque (Crane-O'Fallon Co.) 

612 N. First St. 

NEW YORK 

Albany North Broadway 

BiNGHAMTON -I Washington St. 

Buffalo 201 Church St. 

Hempstead 209 Main St. 

New York 279 Madison Ave. 

Rochester 200 South Ave. 

Syracuse 760 W. Genesee St. 

Utica 326 Broad St. 



Asheville . . . . 
Charlotte . . . 
Greensboro . . 



Fargo 



NORTH CAROLINA 

.34 Battery Park PI. 

1307 W. Morehead St. 

205 Lyndon St, 

NORTH I)\K()TA 

636 Northern Pacific Ave. 



OHIO 

Canton 210 Piedmont Ave., S. E. 

Cincinnati . . 821 Broadway 

Cleveland 6215 Carnegie Ave. 

Columbus. . . 67 N. Front St. 

Lima 207 S. Central Ave. 

OKLAHOMA 

Muskogee 302 Commercial St. 

Oklahoma City 705 W. Main St. 

Tulsa 623 E. Third St. 

OREGON 

Portland 1103 S W. Alder St. 

PENNSYLVANIA 

Philadelphia ... 1301 Locust St. 

Pittsburgh.. . Gulf Building 

Reading 212 S. Eighth St. 

RHODE ISLAND 
Providence 245 W. Exchange St. 

SOUTH CAROLINA 
Greenville 223 W. McBee Ave. 



Aberdeen . . 
Sioux Falls. 



SOUTH DAKOTA 

321 Railroad Ave.% S. E. 

. .326 E. Eighth St, 



TENNESSEE 

Chattanooga 1317 Chestnut St. 

Knoxville 523 W. Jackson Ave. 

Memphis 254 Court Ave. 

Nashville 532 Eighth Ave., S. 

TEXAS 

Corpus Christi 1212 Gavilan St. 

Dallas 814 Young St. 

El Paso (Crane-O'Fallon Co.) 1609 Texas St, 

Houston 2505 McKinney Ave. 

San Antonio. . . 1200 E. Houston St. 



Ogden 

Salt Lake City . . 



Norfolk . . . . 
Rtthmond 



UTAH 

Twentieth St. and Wall Ave. 
307 W. Second St. 



VIRGINIA 

2 E. Twenty-second St. 



Seattle. 
Spokane. . . 
Tacoma . . 



.1223 W. Broad St. 

WASHINGTON 

. 419 Second St., S. 
126 S. Post St. 
1209 South '*A*' St. 



WEST VIRGINIA 
Charleston 502 Broad St. 



Madison . 

MiLWAtTKEE . 
OSHKOSH . . 



WISCONSIN 

. . 645 Williamson St. 
255 W. Capitol Drive 
37 Market St. 
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